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7 July HS4 


MEMORANDUM FOR: Contracting Officer 

SUBJECT: Change i» Air Force Requirements 


1. la o rocoat atnorudvan from the Air Force, copy attacked, 
tke Air Force relocated tkat its positive ko oa tkia baaed film, if poaaible. 

Tkoy have checked tkia oot with SAC aad aow prefer tke ataadard baae 
film SO 1137. 

2. la additiea they vriek to kave tke turnaround priat which they 
are a eke deled to receive from tke 70 mm camera divided aa follow a: 

Odd Exposures to: 

CXNCSAC 

Captaia Brace R. Header eea 
Offatt Air Force Baae 
Omaka, Nebraska 

Even Expos ares to: 

Major Jack Nabera 
Dir /latellif eace, AFOIN 1A3 
Hq USAF 
Washington, D. C. 

3. Finally all tke relea of daplicate positive eheeid go to $aC 
addressee as aeted below aad all rotes of priate from tke 24 lack camera 
to Headquarters as aeted below. 

CINCSaC 

Attention: Director of latelli. 

Col. Robert N. Smith 
Offatt Air Force Baae 
Omaha, Nebraska 

25X1 

J j • C 

, .. . V \ ;; :) u JAMES Q. REBER x 

latolUgeace Requirements Officer 

/if 'C t QprPFT 

Sanitized Copy Approved for Release 2010/12/08 : CIA-RDP57-0001 1A001 0001 70046-8 


Major Jack Nabera 
Dir/iatelUgeace. AFOIN 1A3 
Hq USAF 
Was king tea, D. C. 





